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Message Text 


UNCLASSIFIED 

PAGE 01 TEHRAN 03659 21 121 1Z 

45 

ACTION NEA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

103604 

R211131Z APR 75 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 1 173 
INFO USDOC WASHDC 

UNCLAS TEHRAN 3659 

E.O. 11652: N/A 
TAGS: BEXP, USIRJC, IR 

SUBJ: HOSPITAL PROJECTS - IMPERIAL MEDICAL CENTER OF IRAN 

1. MINISTER SCIENCE AND HIGHER EDUCATION'S OFFICE CONTACTED 
EMBASSY RE PROPOSAL FROM ANTEAUS RESEARCH INSITITUTE, FAYATVILLE, 
ARKANSAS TO PROVIDE MANPOWER TRAINING SERVICES FOR IMPERIAL 
MEDICAL CENTER. MINISTRY APPARENTLY INTERESTED IN PROPOSAL, BUT 
REQUIRES INFORMATION ON ANTEAUS. ORGANIZATION NOT LISTED IN 
EMBASSY/USIS DIRECTORIES. 

2. ACTION REQUESTED: PLEASE PROVIDE ASAP INFO ON ANTEAUS INCLUDING 
TYPE/SIZE ORGANIZATION, PREVIOUS EXPERIENCE IN HEALTH AND 
FINANCE. 

3. FYI IMPERIAL MEDICAL CENTER FORMERLY CALLED INTERNATIONAL 
MEDICAL COMPLEX AND IS OUTLINED TEHRAN 9739 OF 17 NOVEMBER 1974. 
END FYI. 
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Disposition Remarks: 
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Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 39-0257 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750430/aaaabcnt.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
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Previous Classification: n/a 
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